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From i.-K"'' until June Id 51. the Rumanian "ovenment .jade an 
ei'jort to collect blood from all oitiaens . ‘fills was particularly 
tr;u :■.{ t«r the be pinning a f th<; Korean '.7a r ; signs appeared 
with ;ie r l. , "Contribute your blood to troops? in Korea 
Tor Pay", ooc.l newspapers , clinics, and dispensaries pave 
publicity to the arivfj. Each announcement included the 
loc ula o;;s of the sanitary service in each sector of the city. 

If on a were unable to go to the blood station, a doctor or 
technician would go to the olacc where the ire. ividual worked . 


. ler 


a go of about 15 (fourth 
•i ve blood everv sir. u :i 


,.lo 


the vic-unt of blood taken fro..-, each donor was six 
cubic centimeters in a tube 5 centimeters in diameter. ^ource 
later chanrod this estimate to six centimeters us shown on a 
syr luge 7? For this amount of blood, I received 500 lei and 
a coupon allot ing me one kilogram of milk, but no free time. 
Yiithm one week I received an analysis report narked "negative'*, 
i believe the report also contained a notation of the blood 
type , but 1 a.:t not sure. I don't know what would have happened 
if the report had been "positive". 

Each citizen carried a health booklet which is used for recording 
medical care. The amount of blood taken and the date of 
donation are noted in the booklet. 
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